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November 17, 1978 


Director 

Army Materiel Systems Analysis 
Activity 

Attn: DRXSY-A (Mr. Samuel Phillips) 

Aberdeen Proving Ground, Maryland 21005 

Dear Scott: 

Enclosed is the material we discussed during your 
visit. 

With best regards, 

H. E. Puthoff, Ph.D. 

Senior Research Engineer 
Radio Physics Laboratory 

HEP: dlt 
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